RadioShacX 


Cat- No. 23-161 [B] 


Material Safety Data Sheet U. S. Department of Labor 

May be used to comply with Occupational Safety and Healtti Administration 


OSHA's Hazard CommunlcatiDn Standard. (Non-WarKJatory Form) 

29 CFR 1 91 0. 1 200. Standard must be Form Approved 

consulted for specific requirements. 0MB No. 12 16-0072 

IDENTITY (As Used an Label and Us[) 

Martganese Dioxide Lithium Battery (CR2Q2S ) 

ivkste; Blank spaces are not (^Bnutned. it ^ny Ham is not appiicaClIe, Of no 
irifdniiaiiciri is evailotile. the apace nriuat be marked (o indtcaia thai- 

Section 1 

MBnufaotur6'fi Namfl 

TOSHIBA BATTERY CO., LTD, 

Emef^ncy Telapbane Number 

Address (NL^ntw. Street City. State, and zf? Ck»de) 

Te^sphone Number for Infornnaiian 

TOKYO 03-5479-8237 

4*10. MINAMI-SHINAGAWA 3-CHOME, 

Dote Prepared 

..^22 September, 2004 

SHINAGAWA-KU. TOKYO 1 40-0004, JAPAN 

SiQnaAufe at Prapare (optionaft 


Section II -Hazardous fngredienta / Identity Information 

other Umits 

Hezardous Componenis iSpecitie Chcn)|aa) IttenUty, Common Nanne{s|) OSHA PEL ACGIH TLV ReconmnendBd %{otrtional) 


Components fiimiy sealed wHhin gtaintess-steei sheii. 


1 ) Manganese Dl^ilde 

2Swt% 

2] Lithium Metal 

2wt% 

3] Non aqueous Electrolyte 

6wt% 

Battery W eight 2.5g / Cell 


Section ll[» Physical / Chemical Characteristics 


Soiling Point 

N/A 

Specific Gfavify (HaO=*;1t 

N/A 

Vapor Pmssara <rnm Hg} 

N/A 

Point 

N/A 

V^ipor D^naily {AIR^I) 

N/A 

Evapcrartion Rale 
i&utyi Acelaia >± 1) 

N/A 


Soiubirity in Wafer 


N/A 


A43pearaLnce and Octof 

* * Shaped. Odort^ss, 


Section IV- Fire and Explosion Hazard Data 


Flash Point (Method Used) 

Fle/nmabje Lmtiiis 

LEL 

UEL 

N/A 


N/A 

N/A 


Exsinguashinfl Wsdia 


WA 


Ftro Filling Pr^c$dur9& 

Use of sgtf-rontained Bre^thirig Appgrgiu^ ^nd proper personal protective equipment b fiecomrnendgd- 


UnusuaJ Fira ar\d Explosion Hazards 

When exposed lo excessive h&at celts may rupture and hum. 


(R^produtid iDcaliy) 


OSHA 174, Sept 1985 


naLiiuociaCK 


cat. No. 23-161 fBj 
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Section V ■ ReactivKy Data 


Stabiltly 


Unstable 


Oortenions 10 Avoid 

K/A 




X 



Incompatibility (MatiertaJs lo Avoid) 


Hazandbus O9c0nip054llcn or Byproducts 


Hezerdous 

Potymedzeiion 

May Occur 

IM/A 

Conefttio^ ki A^d 

N/A 

Will Not Occur 

N/A 


Section Vt' Health Hazard Data 

Rotrio(aji gf Fniry 

lnha;aiion7 


Skint 

lngestfon7 


HeaWn Hazards iAcute and Chrinnc] 


N/A 


Candnu^eniCJly: NTP? lA^C Monoj^^hs? 03 HA ftegulotad? 

WA 


Stgns arMJ Symptoms ol Eitposure 

N/A 

MecLcal CondftiDn£ 

Generally Aggmv^d by Eitposure N/A 


Fmert^oncy and FiFfil M Procedcras 

N/A 


Section VII- Precautions for Sate Handling and Use 

*9 Rateased or ^tted ~ 


When aociimulatin-g large qoantttkig Of undercharged batteries for (^^5p^3sal^ park In a non-condLAC^ 

in$uEatin/|^ m^^rlai. 

Waeta Memod 

When Cffl^ftar^ed, the Wisconsin department of national resources has doclarerf this type of Ufhium cell 

Noo-hazafdQUg. OispoE^e of accordmg to aijpfopriate locaL stale and federal waste regulatfcons. 

PFBcajutK}n& 10 Be Taken ir. HandVng and Storing 

Don't store unpacked batter^s loQgther TTiis sduation wiH rgsutt in cell shorting ard hegt bujid-up^ 

Store under normal temperalura and dry conditiQns. 

Other Precautions 

None under NornnaJ tjm. 


SectionW- Control Measures 

Ffepiratdfy Wotachoi> (Spect^fy Type) 


N/A 


VentiiBtion 

Local E)(hauat 

N/A 


Specie 

N/A 


"Mechanical (Gonefai) 

N/A 


Ctlwj- 

N/A 

PfOtactive Gloves 

None 


Eye Protection 


N/A 


Other PfOteclive Cloitiing €qulpmen| 


N/A 


Work/H/gienit Pr^cEite? 


u;a 


